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Literary. 
EXTRACT. 
Frim Campbell's Travels over Land to India. 


CONTINUED FROM NO. 19. 


r 
Tus Tartar, in revenge for my laaghing, 
vociferated for hories to be brought inftantly. 
orders were in a moment obeyed. Though very 
weary and wanting fleep, I faw I muft either pro- 
ceed, or come to an open rupture with him, which 
might have proved fatal. We mounted immediately, 
and it was my good fortune to. have the beft horie. 
He fet out upon a gallop, the moon fhining almoft 
as bright as day; I put forward my horfe, and kept 
rather before him, which vexed him fo, that he beat 
the roor anima! he rode on mot unmercifully. Fall 
of refentment, he rode about ten mues to a caravan- 
ra, where he ordered us to difmount, and faid .we 
hould flay there all the reit of the night. I compli- 
ed, and iaformed him, by my fervant, that I was 
lighted with the beauty of the night, and would 
nreJer lying in th@open air to lodging in a filthy ca- 
ravaniera. 

The open air, faid he, is the fitteft for beafts and 
iriftians. I would much rather have pafled the 
ht on a cufhion, and would have done it, had it 

been for your accurfed laughing. Laughing 
is made for the derilion of mankind, and God 
cave it to franks and monkies: the one laughs, ha, 
ha, ha, and the other he, he, he—and both are mif- 
chievous, malicious, and good for nothing. 

In pafling through the couetry, I conftantly faw 
women coming to the wells for water, which re- 
minded me of fome ftories in the Old Teftament, of 
Rachael, Rebecca, &c. 

This Tartar guide, [ had good reafon to believe, 
looked upon me as mere property he was conveying 
to Bagdat; and what confirmed me in this opinion 
was an incident that took place between Diarbeker 
and Mouful. One morning I was unufualiy over- 
come with the fatigues of the preceding day. The 
Tartar called me, fummoned me to dorie;- and find- 
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ing that J gave no anfwer, nor fhewed any token of 
awaking, he lifted me in his arms bodily from my 


couch (fuch was his ftrength that he did it withour 
any difficulty) carried me out without the leaft cere- 
mony, and before I was fo completely awake as to 
be fenfible of my fituation, had me fixed upon a horfe 
ready to depart. A tranfaction fo very fingular fur- 
prifed me at the time, and would not readily be for- 
gotten. I was convinced that he confidered me asa 
piece of property, could be transferred by the fame, 
means, and moved in the fame unfeeling manner as 
any portion of inert matter that makes up a bale of 
merchandize. Of the truth. of this pofition I had 
foon after a melancholy proof in an incident which, 
though lamentable, was attended with fuch ludicrous 
circumftances, that even now | never think of it 
without fmiling—Smiling, as I did then, with a 
heart bleeding with pity. 

One morning I was awakened before day-break 
with a buftle in the caravanfera where we lodged. | 
conjeured ti.at the Tartar was preparing to get for- 
ward, and rofe in order to lofe no time. I was fo 
far right in my conje&tures: the horfes were ready, 
and I came out to mount, and was very much farpri- 
fed to perceive feveral horfes before me loaded with 
fomething which flood ere& from their backs, and 
which I had barely light to difcern were not men.— 
I concluded that they were bales of merchandize, 
packed in a particular form, and afked no quettions 
till full day-light difclofed to me that they were hu- 
man creatures tied up in facks, and faitened aitride 
on the horfes’ backs. ‘There was a ftrange union of 
horror and oddity in the conception, that ftruck me 
at once with a mixed emotion of indignation, pity 
and mirth. The former, however, got the better, 
and I afked my fervant, with fome warmth, what it 
meant—He fiid, that the facks contained fome young 
women whom the Tartar had bought. Good God! 
faid I, is it pofiible that he can have bought wretch- 
ed females to treat them with fo little tendernefs ?— 
He has bought them, returned my fervant, in the 
way of traffic, not for pleafure. 

Suppofe he has—faid I—fuppofe even they were men, 
not to mention young women, how can he imagine that 
they will furvive this—Tied up and fweltered in a fack 
—faftened crefs-legs on a horfe, and driven at fuch an 
amazing rate (for by this time we had fet forward, and 
another Tartar was whipping the horfes up all the time, 
and driving them on)—how is it poflible they can for- 
vive? They mutt be fmothered—they mutt be fhattered 
to pieces—they muft be flead, excoriated, and tor- 

ired to death ! 
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If I might prefume to advife (faid he) T would fay 
that you had better make no remarks on it: it would 
only get them werfe treated, and raife his anger againift 

ou. , 
I took his advice, and kept my mind to myfelf. The 
unfortunate women were in this manner carried fifty 
miles, at the end of which their tender hearted pur- 


chafer difpofed of them .ip. fome way of: keeping till. 


his return ; when they were to be cafried back in facks 
a{tvide upon horfes all the way to Aleppo, there to be 
fold to the higheft bidder. 

Such a complicated piece of enormity as this I have 
mentioned almoft tranfcends belief, and indignation is 
loft in amazement. There are but. few men, even in 
our bracing climate, whom fifty miles riding in that 
mann:r would not fhake to pieces and torture almoft to 
death. No women would think of it. But when to 
that is fuper-added, firft the compuliion; then the 
forry and at beft painful equipage of the horfes ; the 
tender perfons, unaccuftomed to riding of the women ; 
the fmothering» heat of the fack; and above all the 
horrid climate, betning under an almofl vertical fun, 
it will be allowed to be a wonder, almoft approaching 
to a miracle, that they furvived one half of their jour- 
ney. ‘The wonder working hand’ of omnipotence a- 
lone could ‘bring them threugh it; and when I afked 
in the evening « hether they were dying or dead, and 
was told that they were not only alive but in perfec 
health, I could not he'p repeating the expreflion of 
Sterne, “ God tempers the wind to the fide of the 
fhorn Jamb.”’ ; 

This «affair tended to prejudice me flrongly agaioft 
my Tartar Guide, and I was for fome time that I 
could not look upon him without horror ; but at length 
my refertment abated ; and reafon refuming her feat of 
cool decifion told me that though it was a crime and a! 
grievous one, he was not fo refponfible for it as thofe 
who knowing better authorized it by their concurrence, 
gave it the fanction of law, and made it familiarly prac- 
tifed ; he only did that which he had been even from 
his mother’s breaft inftru&ted to do, and fhould there- 
fore not be judged by thofe rules which a Briton would 
lay down for the government of fach cafes. 

A Britoa—but have I not been uttering a moft fevere 
fatire upon the Britifh nation. The traffic in human 
bodies {til ftands a bloody brand of infamy on her great 
national councils. ‘heir brothers’ blood, the blood of 
millions of murdered Africans, like that of Abel, cries 
to heaven agaiolt them, and will not, I fear, cry in vain. 
W hat an indelible ftigma, that a legiflator thall, in the 
co'd bloed of commerce, make a calculation of the pro- 
bable profit upon human lives—put commercial expedi- 
ency in the balance again{t murder, and make conveni- 
ence the.excufe for crime: why, the robber may do 
fo.; but fhall Britons, who claim precedence of the 
world in freedom, humanity. and jultice, fhail they look 
on and fee inferior nations {purning from them with hor 
ror the debafing traffic, and ftimulated by avarice, or 
mifled by wicked policy, retain the blot that other ftates 
have wiped away, and live at once the curfe of one part 
and the {corn of the reft of mankind? Forbid it heaven. 

And may that virtuous man, who, difdaining the 
malignant taunts of the bafe and interetted, boldly fteps 
forth the advocate of man and of bis country, and fefhion 
after feflion fprings frora the couch of repofe which 
opulence prefents him, to break the fetters and the feour- 
ges which improbity and avarice have forged for our 
fellow creatures—may he fucceed and bear down all his 
oppofers ; and may the juftice of his country make his 
triumph and his glory as certain and complete here as 
the juftice of that being, under whofe direétion he ads, 


will doubtlefs make them hereafter. 
wma 


——— 


Tranflated for the TIME PIECE. 


ON POLITICAL. TRUTH. 


(From a Paris paper.) 


CONTINUED FROM OWR LAST. 


1; ita fat, or is it a deluiion of the imagina- 
tion, that there are characters.ameng us, who are 
bufily employed in bringing us back to that abjed f- 
tuation to which the French nation was reduced for 
fo many ages. Indeed the charge.is andeniable.— 
Such monflers exit, and in the form of men. 

No doubt, this contemptible clafs of beings ane 
infenfible to that ttigma of exeeration which ever at- 
tends traitors and treafon; where mer have fo Jiutle 
of fixed principle, that they facriice every other 
cofifideration to ambition, avarice, or revenge. 

But.can any of thefe deluded characiers fuppofe, 
that like Monk, who brought in Charles the Id, 


they will long enjoy the fruit of their perfily under : 








a monarch? Can they poflibly imagine thatefter ha- 
ving placed their idol upon an altar, as was the cafe 
with Charles the Id, of England, that France will 
-proftrate herfelf, like England, and flamber under 
the oppreffion of infolent tyrants? If thas they cal- 
culate, it is a proof their minds are as narrow as 
their abilities are circamfcribed, and their hearts 
corrupt. No fuch profpect.. in reality. exifts, 

~~ Whoever reads hiftory muft have obfevered that no 
fooner did the reftoration of Charles the 2d. take place, 
than that monarch, as great a monfter of cruelty as of 
debauchery, immediately exhibited an inftance of that 
treachery always ebferved in kings, in chopping off the 
heads of a great numbers of perfons, contrary to his 
exprefs proniife. Among thefe were a number of the 
mott virtuous characters, and whofe names, preferved in 
hiftory, willremain to the eternal difgrace of this def- 
pot, and his infamous abetrors in the defertion of the 
caufe of libeity, and inflictions of thefe punifhments. 
All the misfortunes that fell upon England during the 


‘fucceeding reign of James the fecond, and the enor- 


mous crimes committed by that monarch before he 
wearied out the patience of the Englith, originated 
with the re{toration of Charles the 2d.—Kirk and Jef- 
feries were worthy fervants of fuch mafters, whofe very 
names to this Jay awake indignation & horror in all feel- 
ing hearts.—But after all, the fituation of England at 
the time of the diffolution of her republic and the re- 

oration of Charles the fecond has very little aftimty 
with the prefent circumftances of France. 

eel 


FROM THE KENTUCKY GAZETTE. 





"Pus feeds of indire& taxation, being ear- 
ly fown, tney have taken effectual root in our go- 
vernment. [he ingenuity of thofe who wih filently 
to filch from the purfes of citizens, a variety of finall 
aad inconfijerable fums, to form the great aggregate, 
has been conitantly on the ftretch—And to our af- 
tonifhment they have opened that ever memorable 
model of revenue, a flamp a@. Americans have too 
much good fenfe to be frightened at names, and there- 
fore do not view this <& wi:h the horror which attend- 
ed it in former days.—But‘it is impoffible to fup- 
pre the recollection of the confequences of that ar- 
itrary act of Britith government. We fhall no 
doubt be told that it was not the ftamp act which ex- 
cited the difpute in the minds of Americans at that 
day. But the principle of taxation without repre- 
fentation. The inhabitants of Weltern America, it 
is certain, have the thadow of reprefentation, as a 
compenfation for their increafiog abundance of tax- 
ation. But our voice is unheard, and our influence 
unknown in the councils of America, Wemay per- 
haps derive coafolation from being informed that the 
mafs of the agricultural and mechanical interetts in 
the Atlantic States, itand on the fame footing —That 
they, like us, are faid to be reprefented on ‘princi- 
ples which operate alike on all claffes of cirizens: 
but that, in faét, and in truth, their reprefentation 
is fo completely abforbed in the influence and in- 
trigues of the friends to adminiltration, as to be a cy- 
pher. To you, then, inhabitants of Weiern Ame- 
rica, is {till referved a right to think and a& as your 
real intereft requires, While you confult your ho- 
nour and your happinefs there is no danger of abu- 
fing this right, The phantoms of anarchy and licen- 
tioufnefs, are held up to deter free-men from the 
parfait of their juft rights. But it is the ignorant 
and enflave? who are compelled to fly from extreme, 
to extreme, by their venal governments. Americans 
have but to refolve to regain the freedom for which 
in 1775 they fo profufely bled. As certain as we 
now enjoy a thare of freedom; wil! we ere long be 
deprived of it, by thofe who conduc the general 
government; uniefs we fay, in the fpirit of firmnefs 
and fincerity, thus far fhall you go, and no farther. 
It would be prefumption in an isdividual to point 
out the preciie remedy for the evil: Let your reflec- 
tion be awakened to a juft fenfe of your ineltimabls 
rights , and point out to you the mof honourable and 
moft effectual means of preferving your remains of 
freedom. And may God grant you fuccefs.”’ 


FOR THE TIME PIECE... . 
FROM HEZEKIAH SALEM’s, LAST BASKET, 


W urn, in days pait, my bufinefs was ftu- 
dy and meditation, | hada {mall room built for me 
on the fide of the wall of the houfe, that belonged to 
my parifh, for the purpof: of keeping therein my books, 
papers, and writings, and penning down my reflections. 
Here I paffed the greater part of my time, when not 














engaged in other duties, confidering and mufing on the 
times prefent, the times paft, and the timés to come- + 
Among my,books were fome.of huge folio fize, and” 
fuch as could not be eafily handled by men of conimon 
ftrength in thefe our degenerate days.) his made it 
exceedingly inconvenient.for them to be removed from 
one part of the room to another. nok 
Neverthelefs one Grace Gib ns, whom I retained 
in my fervice asa houfe- keeper, would weekly, yea 
at times .twice or three a week,. intrude into.my room 
of ftudy-with her . wath-cloths, brooms, and ferubbing 
brufhes to.cleanfe the walls and floors .with a deluge, 
of warm water: for Grace was a girl of extreme neat- 
nefs and could not bear a:fpeck of. dirt on the floor. ... 
Neverthelefs,thefe things did not, pleafe -me._. 1 look-. 
ed at her more than once with a ftern countenance, but 
the heeded it not. -Her-fcrabbings. obliged me almoft 
continually to be: removing my large books from..one 
end of the room to the other, a work of no {niall . toil. | 
and difficulty + my papers became mifplaced ;° my hints 
and heads of fermons loft or  fpoiled—and' once, in 
confequence of her’ ill judged wathings on a Saturday 
night, when fhe overwhelmed many of my choice papers, 
I had nearly been put to open fhame the neat day before 
the whole congregation, from the lofs of fome notes, 
on which I fad depended, to eke out my difcourfe to 
two hours andar half in length. 
Howbeit, findiiig ‘no end to the girl’s. moleftatioiis, 
and recoilécting that Plato, in old times, had writtea 
over the'door of -his‘academy at Athens “¢ Let no man 
enter here -unfkilled in the M athematies”’—Soat laft I 
placed over the door’ of my. ftudy room in capital’ 


letters, LET NO WOMAN enter this room with } 


broom, bionder,-[erabbling brufbes, filing cloths, or Water 
TUBSA" 4) oY 3 sae eas mis 

‘There i nothing fo irritating to @ mam of trie gentus 
for ftudy-as the intrafions of a woman with thefe hateful 
implements of purification. The poor girl read my in-’ 
fcription over the fludy door, and inftantly burit into 
tears. 

Mr. Salem (faid the, wiping her eyes) your room 
will foon Jook like a hog-pen. wath 

No matter, Grace, replied I, { will thew the con- 
gregation by my fermons that a hog does not live in it. 

From that time the reom continued juft as | wagld, 
have it, until the unfortunate occurrence of the nine 
pin affair, feveral years after; when [ left my fucceffor 
to do with the room as feemed to him to be beft in his’ 
own eyes. Pi oj saryhs ' 

I had another reafon for forbidding thefe lotions and 
lavations—It is faid by Cicero, Nemo uaguam magnus 
fuit fine quodam affatu divino—that is, as I conitrue it, 
ne parfon could ever crite a good fermon without now 
and then betqween whiles taking a hearty draft of pump- 
kin beer. sive 

But Grace was continually difturbing my quart-pot 
of this exhilirating liquor. Some times the-over fet it ; 
when it became mingled with the general deluge on the 
floor, to my great forrow aad commiferation, as the nar- 
rownefs of my income did not always enable me {peedi- 
ly to replenifh it. © ~*~ Oe | 

To conclude, nothing was ever fo difagreeable to 
me in hours of deep ftudy as a female intruding on me 
with her cartload. of ‘fcouring infiryments. I believe 
moft men poffefs the fame prejudice, propenfity, whim, 
weaknefs, or whatever it maybe called. If there be any 
that do not, Iam fure they.are in no.wife a kin to the 
family of Hezekiah Salem. ~ 

. =— 
FOR THE TIME PIECE. 





The condud of individual: furnifbes opportunities for many 
7" and variaus remarks, POE ate 


I is certainly one mark in the charaéter of a 
real gentleman, to. be ever on his guard not to fay any 
thing, or to caft a. look which may have a tendency to 
depreciate‘a female reputation ; for the character.of a 
woman hangs on & flender thread, which-a ‘well: bréd: 
man will not endeavour to weaken. A real gentleman 
will not, whea én company with ladies, utter a word or 
fentence which a lady might not utter. ba 
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Domeftic Intelligence. 

HUDSON, Oc Toner 24. 

A correfpondent informs us that he was prefent on” 
Monday laft, ata parade of captain Ph. L. Hoffman’s 
troop of horfe, when.to the honor of the officers and 
men compofing that eompany, they voluntarily offer- 
ed their fervice as part of the quota required from 
this county by the act of Congrefs paffed in June laft. 
—They have fent to New-York for the neceffary 
arms, é&c.—and willbe comp letely equipped 
in a few days. . Afterthe parade the officérs and men 
partook of- a dinner provided for them at the houfe 
of D. Jonathan Cowdery. - f | i 

The honourable reception of Mr. Blount in Knox-: 
ville, is a proof that his projets have either met with 
the approbation of his neigbours, or at leait have not 
been confidered az. crimioa!.. Indeed many of them. 


are doubtlefs his accomplices: 
cette 








-* RUTLAND, OCT. 23. 


The Poft from -Windfor confirms the acceptance 
of the hoa: ISAAC TiCHENOR, as Governor of 
this ttate—His excellency addreffed the affembly, on 


4 


| Fhomas Judfon, of Woodbury, was confumed_ by | 


‘| articles to a great amount were confumed. .Happily 


_. The hon. NATHANIEL CHIPMAN, Eig. is e- 
leted Senator jn Congrefg, for this diftrict >—and the 
hon. Ifrael Smith chief jaftice of the fupre¢me court in 
this itate. DAVID WHITNEY, Ffg. is appointed 
nfajdt general of the third divifion of mi‘itia in this 
ftate—and ELL COGGSWELL, Ely. major-geheral 
oF the fecond divifion. | : ~_ me 


WILMINGTON, (N.C.) OCT. 12. 
A genteman who arrived in town on Sunday laf 
from New-Provideace, via the Havanna, has favcr- 
Led the Printer with the folloaing-intormatian—on 
the authenticity,of which he places the grzatett confi- 
dence. -. . Peel 
That on the 2oth of Augaft, the day he left Peni. 
cola, he faw an official letter from Baroa de Caron- 
delet to a. gentleman 1n office there, acquainting him 
of his having received by the laft co irier from the Ha- 
vannah, orders from ‘is court, to put‘into full execir- 
‘tion, the treaty betwech Spain and the Unitcd Sta-es 
‘of America; for which purpofe hé had forwarded | 
difpatches (oO the “commandants ‘of the fortson the 
Miffifippi, to deliver up the pofts and’ evacuate ‘the 
fortifications with allconvenient difpatch :—That by 
the fame courier, governo® Gayofo’s appointment to ' 
the governor géenicral-fhip in the Floridas and Lou- 
Wana, had arrived ; and that previous to his -clofing- 
the letter, governorGeyofo had reached-the capital & 
was about to enter oathe-daties of his office. Baron de 
Carondelet was to leave New-Orleans on the 16th 
cf September, for Quito or the Spanith Main on board 
_of a frigate which was thee fining for-his reception. 
‘On Sunday-laft arrived here, Mr. William Swanfon 
one of thecrew of the brig Hull Packet, belonging to 
this port,. which. foundered at fea on the 8th ult..be- 
tween Cape Fear and Charlefton. .. She wasfrom Fal - 
mouth: in England boand home; on the.7th, about 2 
degrees from the land tprung:.a.Jeak, im a gale of 
wind from N. E, andthe next. day went-to pieces: 
two of the crew perifhed immediately ; the. remain- 
der, confitting of the captain, srit mare, a fuilor and 
a Portuguefe iad, goton a rafter, on which the cap- 
tain lived but three days, the boy had his leg cut off 
by a thark, and expired foon afier.: The two farvi- 
ving men, the firft mate and Mr. Swanfor, remained 
in this dreadful fituation five days, withoutany thing 
to eat or arink, when they were picked up by a vei- 
fel from Jamaica -bound to London, which a few. 
days afier met with a fhip from London bound to 
Charleton, and in ber procured a paffage. 
OAK OU 





GEORGE-.TOWN, (Potomac) Ocr. 24. 

A number of the inhabitants of Wethington coun- 
ty have, at a public meeting, degermined to prefent 
a petition to thelegiflature of this ftate, for the pri- 
vilege of making a turnpike road from Baltimore to 
that cousty, on terms and principles fimilar to thof 
on which the tarnpikée is effablifhed from Philadel- 
phia to Lancatter. | 
= 

LANSINGBURGH, O@ober 24, ° 
More of the Navigation. 

Since the furvey of the.river, by the committee, as 
mentioned ina date paper, Mr. Precott, has. unexpec- 
tedly paid us.a vifit, and a particular furvey of the riffs 
and othe: odftruétions, has-been made under his im. 
mediate infpection. ‘The refult of which, we are in- 


low citizens... 


ton’s Tavera, by:a committee of the citizens, of Lanf— 
ingburgh, and a:number of refpectable gentlemen of 
Waterford, onthe fubject of th> navigation. «The in- 


‘of this town, that meafires be immediately adopted to 


improvements. % 
It gives us great pleafure to. notice the improve- 
ments making in the roads in different parts of this 


law. ath 

A fabferirtion is nearly filled for the laudable pur- 
pofe of furveyingand meafuring the dire& road 
this town to .Scheenfbo: ough Landing, and ereétin 
.thereon guide Potts and Mile Boards: This ant 


thro’ the: following towns—Schaghticoke, Eaton, 


befides avoiding two Ferries, confiderably fhortens 
the diftance’to Scheenfboruugh. From a variety of 
circamftances, and the patriotifm and public fpirit of 
the Gentlemen immediately concerned, it will. un- 
doubtedly dt all tim&s be kept in the beit repair, 


Eo . 
—_—_—_——— 


s. MIDDLETOWN, Oct. 27. 
~ Qa Sanday the 24th-ult: the dwelling houfe of Mr. 


fire, while he was abfent at meeting. Theconflagra-. 
tion was occafioned by a’ child belonging to another 
family which was there, feiting fire to fome fhavings , 
made by repairing the houfe, and making a large } 
addition thereto. The hoafe was filled with valua- 
ble effedis, a {mall part of which only were faved: 


no lives were loft. 

| SUFFIELD, OCT. 25. me 
A ‘fingular circumftance tranfpired at Southwick, on 
m Phineas Perkins. 





the occafion, in a very ample and elegant manner. 


- . we 
. 








formed is extremely flattering to the wifhes of our fel- | 


A meeting-was held on Saturday evening at Hamil- | 


habitants of that place, are-equally defirous with’ thofe } 


carry forward with becoming fpirit the contemplated | 


tate, and that poits and other monuments to guide ; 
‘| thé Traveller and S.ranger, are erecting agreeably to 


paffes entirely on the eaft fide of the Hudfon, and. ~48 
Argyle, Hartford, Weltfield ard Granville—and'} 


; playing hide and feek with fome children of the ne}. 
bdurhood, near the well, according to its own secon . 
took a retreat within the curb for a hiding pluee. "tx" 
-well being. furnithed with balance buckets, one of 
which was then dowa and filled’ with water, it is con 
| jectured the child carelefsly caught hold of the other 


-| bucket, and by the elaflicity of the rope, was inftantly 


thrown into the well. .."[he {creams of the child firtt 


| fummoned the parents and family to witnefs the {cene ! 


“ hen they came tothe well, they faw the child at the 
bottom, inclined forwards againit-the fide ofthe yr)! 
up to its armpits in water ; aad in this dreary and help. 
lefs condition, with infantile cries, begging aEllance . 
the. parent ‘of the child (Mr.:Rifing) in the greate{t 
hurry and agitation, defceaded the well, received the 
child into his arms, and with a ftrap made him falt to 
the bucket 5; and in that attitude it was drawn out ‘and 
reftored to the family, in perfect ‘reafon and unhurt 
excepting a little. contufion upon the forehead. 

- “The well is about forty feet in depth (meafuring from 
the extremity.of the curt to the bottom) about fiftcen 
feexef which is dug through folid rock ; and the plat. 
form;of the curb when it weat dowa, mutt have fallen 
—_ more than 36 feet. The child com. 
plained of being a little fore and indifpofed for four of 
five days, but has fince perfectly recovered. : 
|. Lo, account forthe circumitance of this. fingular 
-prefervation, and why the child was not infantane- 
oufly dathed -to pieces, fo many and various have 
beemthe opinions of others, that we prudently for. 
tear giving our own, and leave it to the difquifition.» 
of the learned and curious. 
is worthy of remark: As they were drawing up the 


afcended a little diftance accidently cafting his eves 
downward, noticed his hat floating on the water, and 


not want to go down again after it. 


ttt Adhd 








-FOR-THE TIME PIECE. n 
THE. BOOK OF ODES: 


‘* Anp Alexander built a fuiid mole from the coat, even unto the 
ifle of Tyre, through the deep waters of the channcl between: 
and people faid it would be everlaft'ng ; and yct at this day it is 
overwhelmed, and few veftiges left thereof.”’ .. 

Modern Travels. 








——aet cm 





No. VILL. 
TO THOS. SWAWGUM, A WHARF BUILDER. 





Wuere Hupson once in angry pride, 
In furges burft upon the fhore, 
You plant amidft his boiling tide 
Piles that defy his loudett roar ; 
And princely manfions rife where late, 
All Europe might difcharge her freight. 
From northern woods and watftes of fnow 
This Hadfon-takes his diftant rife, 
From whofe vaft fource to rivers grow 
‘Lhe ftreams that Nature’s breaft {applies 
And, join’'d the Monawkx in their courfe, 
Come foaming on with headlong force.. 
Then ceafe! nor with too daring aim,-— 
Encroach upon this giant flood; : 
No rights, referv’d by Nature, claim, 
Nor on his ancient bed intrude— 
The River may in rage awake, 
And Time return him all you take. 


His fifter,too, Eastona* raves: 
At thofe who would her peace moleft ; 
A city built upon her waves, 
The weight of mountains on her breaft — 
As on her bed new fabrics gain, ; 
With quickened ftep fhe feeks the main. 


Bold ftreams! and may our ode demand, 
Ts there not. coaft for many.a mile? 
And foils, as form’d by Nature’s hand, - 
Arrang’d through Manabattan’s ile? 
Then why thefe mounds does avarice raife, 
Where pale difeafe on nature preys? > ~~ 


But through this milty fcene of things, +? 
" * A time we clearly may defery, » — 
When fate again your triumph. brings, 
When commerce fhall in ruin lie, 
Her thips the death of traffic mourn, 


And Indians to their woods regura ! 


Called the Eaft- River. . 








; _ NEW YORK, NOVEMBER, x. 2 
The daily reports of deaths at, Philadelphia are. 
difcontinued ; and the Health Committee ef South 
wark, were diffolved on Monday laft, in confequence of 
the fubfiding of the fever. aa 


* * Ow Tuefday laft arrived at Philadelphia, the thip Cleopa- 


- tra, captain Newel, in 58 days from London. On the fecond of 


September, when off the Lizard Point, the was boarded by fome 
perfons from the fhore, who informed that peacc was concluded, 
having read {uch accounts in newfpapers the day before. Little 
or no credit can be given to the report. commanicated by the 
. boat, but muft have been a mere re-iteration of the former ac- 
counts in a London paper of Auguit oth. and confidering the 
great diftance from London to the Lizard, it is not that 





the 2d. init. at the houfe of ' captam 
~ A fon of Mr. Afahel Rifing, about four years old, 


they had on the 2d. of September any thing more than the ru- 
mours of peace from the capital. 


child in the pofture above mentioned, when he had * 


called to his daddy to reich him his hat, as he did 


: ; : — ; ‘ 


eh 


One little circumftance-: --- 


© That part of the found oppofite New York, commonly — 








ot TU 

















Tae Britih, by their decifien in the cafe of capt. Smith of 
the America, virtually deny the independence of the ge 
cates: for what is Britifh independence if, without agreement 
by treaty, mations in their intercourfe with foreign countries are 
conftrained to confine themfeives to fuch navigators as the bee. 
sejzn of each country thall think proper to direét. Is there in 
oueet Britain any public document, whereon to ground this de- 

> Was fach document promulged previous to, or has its 
, s aieal been incorporated im, our treaties with that nation ? 
oy has any act appeare.! on the part of the American governments 
hhewing its confent to the acknowledgement of the principle ? 
c stain Smith has, fince he became of age, voluntarily enrolled 
\ aflf among our citizens; our government has accepted him ; 
the compatt is perfett and complete: yet, after appointing him 
to the command of an American veffel, the king of Great Bri- - 
vain interferes, and, by virtue. of a previous imaginary contract, 
fos, Capt. Smith is my apprentice for life, his fervices cannot 
be contraGted for, wirbout my conjent. To the validity of a 
cc contract two competent parties are requifite ; thi man is incom- 
# petent by virtue of a prior and uncancellable,” (because non- 
exiting) “fengagement. Your independencc it is true J have 
« ‘eewiling'y) acknowledged, but if I éannot make your peo- 
6 ple faves, 1 will ftrive hard to prevent mine from adding: to 
«your freemen.” The Britiirlaw, to guard ayaintt fraud, 
prefumes a perfun under twenty one years of age incapable of 
forming a paltry peeuniaty centraét, while fométhting, paramount 
to law, eompels him at the age of five minutes, whén his geogra 
paical knowledge is but limited, to conjent never to become a 
citizenof another country. A real bona fide contra€&t concern-- 
ing property, figntd and jealed at the age of 20 years and 364 
days, may be annulled in twenty four hours; yet, wonder‘ul to 
tell! a Jppoed contra of the utmoft importance, fraudulently 
ebtained at the easlieft period of infancy, muf endure to the end 


of exiftegce. : 


ti. 
UT ue 


—_—— 


A writer ina late Engiith paper fays, Edmund Burke's 


«é Refleétions én the French Revolution” will éver do him the — 
greateft kon ur of all his writings ; it being a matter piece of © 


almoft every fpecies 6F ftyle, the fubdlime, the besutiful, the 
pathetic, the familiar, the fimple, and the ornamental ; and, in 
a word, formed to live as long as there fhall be found on earth 
admirers of genius, tafte, and elegance. 

‘¢ His works tha. live, thall live as long 

‘© As ever dead man’s did.”” 

Notwithiandiag thofe high encomiums, it muft be remem- 
bered, that Mr. Burke ever*oppofed areform inthe Englith par- 
liament , and cherefore whatever might have been the excellen- 
cies of his pen, the Englith nation at large are under no obliga- 
tions tohim for the qualities of his heart, political honefty, and 
good wiil to the righcs of the people. 

Wrew general Maffena was at Paris, he one day was 
w.iking in the Thuilleries, A group of royalifts was affembled, 
aad the army of Ltaly was the fubjeét of converfation. An ora- 
tor was endeavouring to prove that Buonaparte was a robber and 
the foldiers thieves. Maffena, who is extremely choleric, and 
very athletic, was fo incenfed, that he feized the {fpeaker, drub- 
bed him moft unmercifully, and with his cane foon compelled 
the meeting to break up. 

Tu Landgrave of Hefie Caffel has recently entered into a 
convetnion with the Imperialifts, to deliver up all the Auttrian 
ceferters, with th.ir borfes and arms, coming into his territory. 

Tuas generals are to be added to the ftaff of Ireland, viz. 
lieutenant general Powell, major general Gouldy, and brigadier 
geacral fir Charles Erikine. > ; 

Ar the takiag of Zaray the capital of Dalmatia, by the 
Aufrian troops, the Venetian colours were carried into a church, 
put intoa coffin and buried. After finginga requiem, a Vene- 
tian cried owty “* Oh! poor St. Mark is dead !** 

Tue pofthumous works of Mr. Edmund Burke, which are 
to be laid before the public in the enfuing winter, confift of ano- 
ther pamphlet on French affairs, and a journal kept by Mr. 
Burke, for many years, entitled, ‘* His own Times; which 
contains many details refpeéting the political fcenes in which he 
was an a€tor, as well as an obferver. To thefe the editors, 
Drs. King and Lawrence, prefix a life of Mr. Burke. The whole 
will make a large quarto volume. 

Trpreo Saiz has no concern whatever in the late infur- 
rection in the Cotiote Diftri€t. There had been fome difpute 
retween him & the ally of the Britith, Kurjah Rajah, refpeéting 
the hunting of elephants, but the latter being the aggreffer, the 
Bri ith commander refufed to fupport him in an unjuft caufe, in 
confequence of which he immediately entered into an amicable 
etingement with Tippoo Saib. 





A Lon pon paper in defcanting on the revolutions of em- 
pires, broaches the following opinion ;. ** Whenever it is faid to 
mankind, you are equal, free, and fuvereign, we may expect to 
fee the ties of fuberdination broken and the rights of property 
teftroyed ; whenever the mounds are broken down that reftrain 
‘e multitude, they,became rebellious and feditious,” &ec. 

Ix the year 1775, the firft Congrefs, who poffeffed the en- 
‘we confidence of the-thirteen ftates, faid to the people, You 
xe free, equal and fovercign’*—and yet who has feen in this 
“Suntry fubordination deftroyed, the rights of property invaded, 
the people’ feditious, furious or rebellious ? With regard to 
‘euy, the Englith writer muft have had his head full of the 
‘“velling fyftem, which was never contemplated by America, 
ms or any other free government on earth: the levelling 
YSem belongs clearly to monarchical powers, where a whole 
Peop-e are levelled into the duft, in order to fupport an animal 
me king, a court, anavy, &c. the leeches of their blood 
®S labours. “The Englith writers remarks can only have a jut 

‘sremce tofuch nations as have been bent down for a long t:me 
tr the fevered prefiure of tyranny ; thefe, indeed, in the 
“oment of a revolution, when human nature has fuffered fo 
ng that it is convulfed into madnefs, will for a time affume aa 
~?SSt of ferocity ; bur this is wholly imputable to the tyrant 
™ fendered them defperate. 


COMMUNICATION. 


The launch of the Conftitation at Bolton, com- 
a the delivery of the three American frigates in- 
" “Aat ts quaintly called their deftincd element,—The 


| 


v 


young children, and fomeof them at the breaft ; a fo- 


‘cles of war, duelling is made a crime equivalent.to | 





next matter to be compicted is the equipping, arming, | 


victaalling, and manning them for war, offenfive or 
defenfive, as thiags mry takeaturn. It is obferva- 
ble that in Richard Brothers’s prophecies, a gene- 
ral and millennial peace, among maritime powers is 
an event fpoken of, as being at no great diftance.—- 
In that cafe; no doubt, the Britith navy will be haul- 
ed up into dock ; aad who knows whether thefe three, 
as yet innocent, frizates may not be included in the fiflerbood 
of peace ; or at leaft taken into the king*s peace ? 





COMMUNICATION. 
It is high time the fyftem of ductling was at a clofe.” 
There are fo many evafions of duels at prefent among 
the choleric, that it is hardly worth while for a man-of 
real determination to fend a challenge. In the firlt place 
there is the juftice of peace to beware 6f, who, upon’ 
timely nolice, is ever on the watcli to arreft ‘duel-men. 
Somé years ago two young fellows.in North Carolina, 
to be in the fathion, challenged each other to fight by 
the road fide in a pine foreft, fix miles diltant from an 
houfe, for fear of interruption. No fooner.was the firlt 
trigger ready to be pulled, than np ftarted a juftice of 
peace, from amongit a thicket of pine buhes, and in the | 
name of the republic, orcered them to /pill their prim. 
ings ! ‘They cheerfully complied, and rode home with 
the juitice in his ox-cart.. At prefent various honora-; 
ble reafons are ufually —_ againft. accepting -challen- 
ges—fuch as the tears of a tender wife} nine or ten. 


lemn declaration that death is not feared, by the chal- 


lenged, but that he does not dare tooffend a God, by 


expofing himfelf or fellow creature to the. chance -of 
committing murder, &c. It is high time the whole 


practice was done away. It is one of the horrid effects } 


of monarchy and military povernments, in order to keep 
up what they call a fpirit of honour—yet they them- 
felves are afhamed of it: for, in one of the Britifh arti- 


murder, and decreed punifhable as fuch ; and yet no 
punifhment is ever inflicted on the furvivor, or. either 
party, if furviving. 3 


——e—— 
MARINE REGISTER. 
ARRIVALS. | DAYS 
Ship Moily, Dickfon, Hull 7o 
Warren, Jamaica 23 
Nancy, Johnfon, Jamaica 28 
Port Mary, Packwood, Liverpool 66 


Britifh armed {chr. Scourge of Regicides, Wilfon, from 
a cruife. si 





Just LUME TO HAND, 
And for fale by John Fellows, Bookfeller, 
A few? Copies of 

THE SYSTEM OF NATURE; OR, THE LAWS 

OF THE MORAL &@ PHYSICAL WORLD, 
Tranflated from the French of .M.. Mirabaud, by Wm. 

' Hody fon, London. | 
Extracts from the Author’s Preface. 

«« Letus endeavour to difpel thofe clouds of igno- 
rance that prevent man from marching with a firm 
and fteady pace through the path of life. Let us in- 
{pire him with courage, and with refpeét for his rea- 
on, that he may learn to know himfelf. thathe 
may learn to know his legitimate rights; that he 
may learn to confult his experience, and not an ima- 
gination led aitray by authority; that he may re- 
nounce the prejudices of his inf.ncy; that he may 
found his morals upon his nature, his wants,-and the 
real advantages that fociecy procures him; that he+ 
may dare to love himfelf; that he may learn to pur- 
fae histrue happinefs, by promoting that of others. - 
In fhort, that he may become a reafgnable and virtu- 
oos being; that he may become happy; and that he 
may no longer occupy himfelf with reveries, either 
dangerous or ufelefs. And, if he maf have his chi- 
meras, that he may at leaft permit others to form 
theirs after their own fafhion; that.he may perfuade 
himfelf that it is of the atmoft importance to the in- 
habitants of the world to be juft, kind and peaceable : 
The voice of truth can only be heard by thofe ho- 
neft hearts accuftomed to reflection, who have fenfibi-- 
lity enough to lament the numberlefs calamities that. 
political and religious tyranny has brought upon the 
earth; who are fufficiently enlightened ¢o View. with 
horror tbe immenfe chiin of misfortunes with which 
error has in all times overwhelmed mankind. It isto 
error that muft be attributed thofe jnfupportabie 
chaims that tyrants and priefts haye forged for all 
nations. It is to error that muft be attributed the 
flavery that the people of almoft every country have 
fallen into, and whom nature defigned fhould purfue 
their happinefs by the moft perfect freedom. y 7a 
has been the prolific mother of thofe inveterate ha- 
treds, thofe barbarous prefecutions, thofe continual 
maflacres, thofe dreadful tragedies, of whica the 
earth has been too often made the theatre. It isto 
error, frequently confecrated by religion, that mutt 
be attributed that ignorance and uncertainty in which 
man éver finds himtelf with regard to his mof -evi- 
dent duties, his cleareft rights, and the most demon- 
itrable truths. Man is in almoft every climate a poor 


degraded captive, deftitute of grandeur of foul, of | 


reafon, orof virtue, whom his inhuman jailors have 
never permitted t fee the light of the day,” 


FOR SALE, 
LOT of Ground, twenty five feet front, by 


one hundred in depth, fituate in Murray ftreet, 
oppofite the College. For further particalars, en- 





one Dollar will be required ; 


Public Notice is hereby given, 


Friday, the fifteenth day of December next, at ten 
-y the clock in the forenoon, at the court-houfe in 
Oo 
Rumbout precin& (new town of Fifikill), in Duch- 


efs county, deceafed, with: the appurtenances, on 
which the faid Eleazer Du Bois lived immediately 


equal parts to be divided by a-line’ running eaft and 
weft acrofs the fame, fituated in faid town of Fith- 


kill, having valuable pa ts thereon, the - 
poft road running through the » and near the 
‘dwelling houfe. The above ifes will be pe-. 


remptorily ftruck off to the highelt bidder, for cath; 


‘and a title given agreeably to the direftions in faid 


order contained: - . 

GILBERT LIVINGSTON, Mafterin Chancery. 
Poughkeepfie, Odtober 28, 1797- 
} WwW. Taw. 6. 

 Dr.GREENWOOD. | 
APPROVED DENTIST, , 
No. 14, Vefey ftreet,dire&tly oppofite St Paul's church 





, ways. As to ornament, they equal themoft brilli-. 
ant expofed to view ; they help mattication, give a 
youthful air to the countenance, and render pronunci- 
ation more agreeable and diftingt. He cleanfes and 
reftores the teeth to their original whitenefs and the 
breath to its natural {weetnefs. 
> His fees are moderate. ‘Thofe perfons, whe 
with to have information, concerning their Teeth 
and Gums, &c. will be informed by the operator 
tis whofe abilities and candour are well known from 
upwards of thirteen years fuecefsful praétice in this 
city. ; ¥it 
“His much elfteemed Specific Dentrifrice Powder is 
fold by appointment at the ftores of Meffrs. Hilwell 
aid Boudine. No 189 Pearl ftreet, Mefirs. J. Cook 
and Co. 133 William Street, and at the houfe of the 
operator, No. 14, Vefey-itreet. 

Sept 6th. 3 twim: 


C. Gullager, 


PORTRAIT & THEATRICAL PAINTER, 


No 58 Maiden lane, New York, 
: EXECUTES 
Portraits, fram whole lengths to buits, on any fcale ; 


Decorations for public and private buildings; ... . 





allegory or. fentiment ;. 
Paintings on Silk, for military ftandards, or other or- 
namental purpofes. I Lo ks : 
NB. He requefts thofe who may hononr him with 


and from 3to5 P.M. Should his talents and terms 
meet their approbation,he will with pleafure andpunc- 
tually attend profeffional orders, ; 


october 11. “gtw am. 





Soon as a fufficient number of Subfcribers can be 
procured, will be publifhed 
AN EPIC POEM, 
IN TWELVE BOOKS, 
ENTITLED 
THE COLUMBIAD ; 
CONTAINING. TA ss 
HISTORY of America, from its earlief fet. 
tlement to the acknowledgment of her Inde. 
pendence, with the principal battles, fieges, &c.. 
which led to that event. The author has procured 
aotes illuftrating hiftoricand geographic difficulties, 
from men of the fitit ability in the union ; & means, if 
the profits will permit, to prefix an elegant se 
plate to each book. ‘The whole work will be publith. 


of the firlt number 
the two following 
ones nomoney willbe demanded ; for the fourth zs. 
for the fifth nothing ; for every fucceeding one zs. _ 
It will be printed on the fineft paper, illuftrated by 
the moft learned Annotations, and embellithed by the 
beft plates, which can be procured. Lats 
_. Sub{criptions will be taken in at the Offices of the 
Minerva. Argus, and Time-Piece, New-York; Au- 
rora, and M. Carey’s book-ftore, Philadelphia ; and. 


vered for zs. On the vere 
r 


all the other Book-ftores and Printing-offices on the 
continent. ma tek cha 
Oétober gth, 


rn ee 

oS i ATOR mae 
(At Mr. BUTLER’s) No. 91, PEARL-STREET, 

iSton. SALE, aan scien of coat and waiftcoat 


1w—tf. 





_ 


proaching feafons ; which he will ‘difpofe of for caih, either’ 
fingly or together, at the ftcrling coft, with the addition of. the 
importation duties, 

ington, on Negro flavery. . 

September 5- -? “: R : - Phe arf Rr? ¢ 


- 
Pate FOG 


ghee 





NEW-YORK GARDENS» =”. 

(LeweC. L Brémtiso . 
Gus GRAY, Jun. with gratitede acknow- 
ving ring fanction he has received in bufinefs, 
from his teilow-citizens, and has the p:eafure to in- 
form them, that the bufinefs is opened-and carried 
en as ufual.: He ftill ho 





euire of the fubferiber, adjoining the premifes. 
JOHN Ss. HUNN, 


of the public favour will be-continued. 


New-York, Auguft 25, 1797. 


HAT, purfaant to’a decretal order iffuing owt 
; of the bonorahle Court of Chancery for the 
State af New York, I hall, at public auétion, on 


oughkeepfie, expofe to fale, the northern half 
f ee farm formerly of Eleazer Du Bois, tate of 


hefore his death—‘Bhe whole of the faid farm in two: 


-\ ATAKES and fixes artificial teeth in many different . 


Frontijpieces or Vignettes, for publications on hiftory .- 


their prefence, to call at his room from 10 to 12. A.M. 


ed in Twelve Numbers, each of which will he deli- . 


at the Chronicle and Mercury offices, Bofton ;-and © 


of various kinds, feitable for the prefemt and ap." 


Alfo, a few copies of Edward Rufhten’s letter to George Wath. ) 


te ts 


» by exertion, thata part 


— 
’ 














SE EY SY SE EL DE 5 LE rT ISP ~~ 





Selectev Poetry. 


CONTENTMENT. 


I: Aolid happinefs. we prize, 
Within the breaft this jewel lies, 
And they are fools wio roam ; 
The worid has nothing to beitow, 
From our own felves oar joys muft flow 
And that dear hat our home. 


Of reft was Noah’s dove bereft 

When with impatient wing the left 
‘That fafe retreat the ark ; 

Giving her vain excursion o’er, - 

‘The difappointed bird once more 
Explor’d the facred bark. 


No borrowed joys—they’re all their own ,, 
Who from the world remote, unknown, 
Are by the warid forgot 


Monarchs, they envy not your flate | 


And look with pity on the great 
Blefs’d in a humbier Jot. 


They afk no long protracted treat 
-Life’s winter is but feldom fweet; 

But when the feaft is.o’er, ; 
Grateful from tabie they arife a 
Nor grudge their fons, with envious eyes 

‘The relics of their ftore. 


=a 
ANECDOTES 


Aw Englith privateer fchooner lately arrived in 
this port from acruife, and anchored. On her ftern 
was the namc painted im large letters. < 
SCOURGE of REGICIDES : 
' Aferry boat paflingunderher ftern,two country men 
on board the boatcould not help remarking on her | 
name. ‘“¢ Where (faid one of them) can this place 
be, called REGICIDES—I_ do not recollect ever to | 
have heard of it before ??"—I did once, (replied the 
other) when I was a boy ftudy Joggraphy, and do | 
remember to have read of fuch a place fome where in 
England. | think it is fpoken a good deal of about | 
the begining of the réign of Charles the fecond as 
being a mot bloody place to cruife from —Well, 
f2id the other, they have chofen a piace’ with a very | 
odd name, to belong to—Poh! faid a Princeton fu- 
dent, who happened to be on board, you are both 
wrong—what you fee on the fternis latin, and means 
no more than Yack the giant-killer. 


—_— 


| HERE is a ftrange ambition in fome men as 
well as nations to confider themfelves important 
from the merits or confequence of their anceitors.— 
The late lord Anfon, who afterwards circumnaviga- 
ted the Globe between the years 1739 and 1744, in 
his youth madé a voyage up the Mediterranean and 
Levant as far as the coaft of Syria. In making an 
excurfion from one of the large iflands, he hired a 
{mall veffel to pay a vifit to the ifland of Tenedos, 
adjacent to the place where the ancient city uf Troy 
ftood. His lordthip’s pilot, a modern Greek, poin- 
ting toa bay as they failed along, exclaimed in great 


Jay.”—-What fleet?—interrogated Anfon. 


the Pilot. 





PETER A. MESIER, d 
At the Ledger, No. 107, Pearl-street, corner of Old Sip, 


AS procured a Patent Ruling Machine, with which he rules | 


paper to any pattern much neater than. it can poflibly be 
ruled by hand. He alfo rules faint lines in imitstion of pencil 
with the greateft exaétnefs, and on the moft reafonable terms 
The great advantage of this machine isits difpatch. Any perfon 
withing a fet of books ruted according to his owa fancy, may be 
fupplied on the thorteft notice. 

Now on hand, a quantity of account books ruled by the above 
machine, and a general affortment of books and ftationary, which 
will be fuld on the moft reafonable terms. Book’ binding in all 
its branches done with neatnefs and the greateft difpatch. 

pepe 18th 3aw. 
Q’EVERAL cafes of HATS, London fuperfine BROAD- 
CLOTHS, and a {mall affortment of CUTLERY and HARD- 
WARE, received by the Factor from London, wiil be fold ata 
{mall advance, whol fale or retail, for cath or good bills, orexchang- 
ed for DRUGS, MEDICINES or PERFUMERY, by the fub- 


fcriber, 





: JAMES ARNOLD, No. 170, Water ftrcet. 
Sept. 26. gtw. tf. 


FRESH GARDEN SEEDS. 


general affortment of feeds for fale by the fubieribez, at 
Brooklyn, viz. Beans, peas, cabbage, carrot, beet, parfnip, 
endive, ccllary, perfely, radith, turnip, lettice, and onion feeds. 
JOHN HASTINGS, 
Gardener, oppofite te the methodit church, Brooklyn, where 
may likewife be had, fruit and foreft trees. 
Orders left az the office of the ‘Time Piece will be attended to. 
: Sept. 15. tf 


HATS. 
PETER VANDER HOEF, JUN. HATTER, 
Ne. 49, Waser-Street, New-York, near Coentics Sip. - 
NFORMS his friends and cuftomers” that’ ‘he"ma: 
nufactures, and has conftantly in readineis for fale 
upon the loweft terms, ~~ ra: Pe 
MENS & BOYS AMERICAN HATS. 
OF every quality—io, Ladies and childrens En- 
lith imported Hats, to. be fold by the fingle hat, 
leead or larger quantity 4s may bett fuit the purchaf- 
er.—A generous allowance will be made to thofe 
who purchafe by the quantity, to fell agein. 
April, 26..°. © > gaan oe 
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triumph—*‘* There !—ay, there it was that our fleet | 
Why, } 


ur Grecian fl ¢ j returned | we Fie: 
© eet, at the fiege of Troy; | dtrect.. Liberal allowance will be made. (Letters, 


PATENT RULING. © | | 
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JOHN SCHENCK, 
GOLD, SILVER SMITH, AND ‘fEVELLER, 
No. 133, Water-Street, | 


S has, the liberty to inform the public in ge- 


neral, and his friends in particular, that he 
carries on the above bufince{$. in all its various bran- 
ches, with elegance and difpatch. March 22.tf 





AT H. CARITAT’s 
CIRCULATING LIBRARY, 
Peant-Strreet, No. 94 
Wii be found edegant PRINTS, lately inported. 

E intorms the public that his Catatocuz is ju out, and 
that fince it was putin the hands of the Printer, have been 
adaed to his Library, among the néw publications, the Annual 
Regifter for 179§, Hiftory of the United, States, 1796—-the,no- 
vels called Abftra&t, Children of the Abbey, Coufins of Shiras, 
Elizabeth, Family Secrets, Farmer of Ing!ewood Forcft, Hubert 
ce Seacac,..Princefs of Zell, Myfic Cattle, Neapolitan, Plain 
Senfe, Alhert de Nordenthild, Paul and Virginia, James the Fa- 
talift, by Didsrot, Nun, by the fae, Emma Courtney, Auiten- 
burn Caftie, Arville Caftle, “heodore Cyphon, Marchmont, by’ 
Charlotte Swith, Rambles Farther, by the fzme, Alexis, or the 
Cottage in the Woods. Befides a large number of other works, 
which though not new, are of approved merit, they amount, with 
the above, to about 300 volumes, and a catalogue of them, in, 
writing, will be found st the library; thefe, and any of the fame 
jort in the Jibrary, will, for tlie future, be read at the former 
price of Mr. Jj.‘Feilows’s hbrary. 
N. B. Novels, fecond band, im good condition, not already in; 
the Library, will be taken either for cath or reading... ° + : 


Sestember '224. te tf 
Godbold’s Vegetable Balfam. 
¥ Cis particularly defired by. fome of the firil peo-. 
ple .of confequence, and many of the moft’emi- 
nent of the faculty, to make this difcovery known 
to the world at large, as it is of the greatett conte- 
gience to the public—A difeevery which has been 
proved by experience, and the moft relpectable av- 
therities, to be an infallible cure im thofe hitherto’ 
fatal diforders, viz: 

Confumptions, ScrophuJa, Aflhmas, Coughs and 
Colds, for which his majeity, the king of Great- 
Britain, on account of its.great utiluy in the cure of 
thofe terrible ciforders, has been pleafed to grant 
to N. Godbold, Efg. No. 3, Bloomfbury Squares 
London, (fole proprietor thereof) his royal letter, 
patent. 

The many thoufands of valuablelives, well known | 
to have been faved by it, and their families made 
happy, it is hoped, will convince the moft preju- 
diced of its extraordinary merit, and it is recom-. 
mended in the highef terms by, many gentlemen of 
the faculty; from the many extraordinary cures per- 
formed by it under their cbfervations; particularly 
the eminent Dr. Storer of Nottinghim; Dr. Buck, 
& Mr. Nevifon, furgeon, both of Newark; Mr. Han- 
kins, fargeon, at Tunbridge, Wells; Mr. Whita- 
cre, furgeon, at Bridlington; with many others of 
the moit eminent of the faculty. 

DOCTOR BURRELL, No. 91, William-freet, 
New York, refpeétfally acquaints the public, that 
during an extenfive praétice of many years in Hall, 
he has had repeated proofs of its falutary efficacy. 

The great repatation and utility of this Medi- 
cine in Europe, has induced him to accept of Mr. 
Gedbold’s appointment to fupply the United States. 

Having received lately from Mr. Godbold a large 
quantity of. the above. celebrated Medicine, .with 
fale appointment from the patentee to fupply.all parts. 
of the United Siates, perfons defirous of becoming 
venders of the above genuine Medicine in any of 
the cities.and towns in America, will pleafe to apply 
as above, or to E. GILBERT, No. 281, Water- : 








pott.paid, duly aniweréd.) ~~ eo: 
A treatife-on its efficacy in eradicating or fuppref- 


for peryfal gratis) containing certificates and ac-' 
counts from a great number of people of the firt 
rank and refpetability, of many extraordinary cures 
performed in Great Britai» and Ireland by the ope- 
ration of thefe medicines. 


for nine days, and with the accompanying eleéary, 
vegetable pills and powdess, with proper diredtions. 
Price § dollars. aatieg 
To N. Godbold, Efg. Bloomfoury Square, London. 
The following certificate is publiined in England 
and Ireland, at the requeft of. the andermentioned 
nobility, &c.: who have hoaoured the proprietor 
with their certificrtes, for the benefitof mankind. 
GODBOLD’s VEGETABLE BALSAM, 
So truly efficacious in the cure of Confumptions, 
ought to be held in high eftimnation. Wedo hereby 
certify and declare, that this medicine (the fuperior 
eficacy of which we have experienced in our own 
families, and where we have recommended it) is a 
fovereign yemedy in the Scrophula, Confumptions, 
Aithmas, and Scorbutic complaints, and we recom- 
mend it as highly neceffary to be kept in all families, 
and it is our earnef wilh a trial may be made, by 
which means the health of thoufands in this metropo 
lis, and other parts of the world, may be reftored 
and preferved. . 3 
The Moft Noble the Marquis of Lothian, Right 
Honourable Viftuant Dudley and Ward, Right Ho- 
nourable Lord Grantley, Right Hon. Lord Macdo- 
nald, Right Hon. Lord Forieicue, Right Hon. Lord 
Montford, Right Hon. Viicountefs Dudley” and 
Ward, Right Hon Lady Dowager Vifcountefs 
Falmouth, Roght Hon. Lady Dowager Fortefcue, 


Right Hon. Lady Dowager ‘Grantiey, Lady Ap- 


preece, Sir John Coghili, Sir ‘Francis Blake, /Si 

i.dward Newenham, Sir George Armftrong, Bart. 
Colonel Drouly, Colonel Doyle, and Colonel De. 
bath, Deblin. ata 7 ee 


> 





A pint bottle of the vegetable balfam is faliicient | SW Bory honfe to 
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TO BE SOLD, 

AT PUBLIC AUCTION, at the Tonting Cofee 
Heufe, in the City of New-Tunk, on the Sih day o) 
March, in ihe year of cur Lord, one thoufand % of 
hundred and ninety-cight, at one oclock in the Seven 
noan of the fame day. after. 

LL that certain dwel ing houfe & Jor o¢ 
fitwated, [ving and being inthe rv He 
the city of New-York, bounded, and containin of 
follows, to ‘wit. Welterly im front on Wilts as 

Sureet (late Smith Street) twenty two feer ae 

inches, including the drop; eatterly on the a tea 

round of Nicholas Low, twenty-four feet ath 
inches, and one’half inch ; northerly, on wate ? 

Auguftus Van Horne, fixty-fix feet, and fx inc! re 

and foutherly on grourid of William Boyd, gp: ms 

feet) and iiiiie inches, todecher with all and ban 8 

the edifices; buildings, rights, members, eon % 

ments and appurtenances to, the fame belonging, «, 
in anywife appértaiuing. — 
Phe above deferibed premifes will be fold by vi 

of a power contained in a mortgage, executed he 

George Harfin of the city of New-York, Merch y 

Taylor, and Jane his wife, on the firit day of Ma 

inthe year of our lord, one thoufand feven heaters 

and minety-five, to the fubfcriber, for fecurin me 
him the payment of twelve hundred pounds, of hey 
fyl money of New-York, on or before the firp re 
of May, in the year one thoufand feven hundred ant 
ninety Gx, with feven per cent interett for the fam 

from the date of a certain bond or obligation, bide 
ing even date with the faid mortgage: defanlt bit. 

ing been made in the payment thereof. Dated t), 

twenty-firft day of Auouft, in the year of our pie 

one thoufand feven hundred and ninety-feyen, 


1 WM. Boyp, 

o prevent any injury which might poffbl 

to the ckedit of Mc. Harfin bv the chars sineae, 

ment, the fubfcriber withes co intorm the public, thar 

Mr. Harfin has fince the execution of the above 

mortgage, Conveyed the premiles aforelaid, fubjea 

to this incumbrance, to a third perfon, by who 

knowledge and confent the above fale will be made. 
WM. BOYD, 

George I. Eacker; Att'y. 
W. 1a w 6m. 


Remarkable Cures jor Lamenefs. 

REREAS there are a number of perfons afflicted with 
5 LAMENESS, proceeding from divers caufes, which, 
from their long fanding, and obftinate refiftance to application, 





—_—- 


| appear to be of an irremediabie nature. Such ‘perfons are hereby 
| refpe€tfully informed, that a pcrfon refident in this city, who, 


from repeated and fuccefsful experience, can with confidence, ai. 
lute them, that he can adminifter an eafy, fafe and effeétual ap- 
plication, to the removal of the caufes, and complete curing of 
fuch lamenefs, to the reétifying of diftorted bones and joints; 
lamenefs proceeding from wounds, bruifes, &c. tbofe of an unfor- 
tunate derivation from.the birth, as twifted feet, &c. 
"The poffeffor of this excelent art, (which he prefiwmes is an- 
known to every other perfon on the continent, except one) takes 
this method of informing the public, that a number of recent in- 
ftances of the furprifing refults to the cuurfe of operation above 
alluded to, afford the moft fatisfactory demonftration of the une- 
qualled virtues of the Carbolicon. The eafe with which it operates, 
occafioning no painful fenfations, andthe wonderful power of its 
operation, in affimilating the -bunes, are at once truly admirable 
and aftonifhing. . 

Many perfons from birth, and many, who from other divers vn- 
fortunate accidents, have been rendered cripples of a deplorable 
defcription, have received relief beyond che moft fanguine exped- 
ation. Even when neceffitated to the ufe of crutches, have, by 
virtue of its wonderful properties; “been enabled to walk, and at 
independent of the aid of art.. in thort, the procefs ha, never 
been known to fail in the production of the mott excellent effets, 
in all cafes of cripples, whereia appiied. 

Any perfon applying at No 57, Rocievelt-freet, 2d door from 
Rutger’s f@reet, may be fatisfied as to cheie minuteft inguines; 


: . . v bl j j og yf abkg waper® 
fing confumptive and afthmatic complaints (to be had oa er sn tersnagiaceacee: ieba wah |e a 


ia the above cafes. 


"Sept. a2. ator. 3 mn. 


PROPERTY FOR SALE ty TO LET. 
peed Sabicriber has for Sale, and to Ler, and 

> Leafe, the following property, viz.—One large 
Jet, at. Corlger’s hook, pleafant- 
ly fituated, ‘with a large yard anda pump of exccl- 
Jentwater. It has every conveniency for the accom- 
modation of a family.—Alfo at‘Corlaer’s Hook, to 
let, a finall houfe, with a large tor ifor a garden, and 
good water near the door.A iarge red ftore, on the 
wharf at Corlaer’s hook, roomy and well calculated 
for itoring the-cargoes of thips, or any other pre- 
perty.—A ri fa Coopers fhop in the fame neighbour 
hood, with a fire place; together, with feveral hur 
dred feet of ground, fronting on the river. 

The Subferiber has alfo a number of lots to leale 
or let, of ground formerly belonging to Alderma® 
Bayard, adjacent to this city.—He will likewile di’ 
pofe of, at very low rates, for cath, or in exchang’ 
for other property, the remains of a fiore of DR 
GOODS, including almof every article in that line 
—For further particulars, enquire of. 
| THQMAS GARDNEB. 
No. 212, William-ftreet. tf 


i ti 

NOTARY PUBLIC AND CONVEYANCER; 

No. §1 Murray-Stret, oppojite the Collge. 

EGS "leave to inform his friends in this City, and the Pe 
in general, that he continues ¢o draw every kind of jane 
meat in the Conveyancing ‘ine with neatnefs and prociliod, 
on the moft resonable terms; From along practice and arcane 
tu the conveyancing bufineds, he has the Giattceing-Expeltatiod © 
rendering genera! {atisfation. He. alfo copies, reduces, enlary® 
and ornaments MAPS and DRAFTS ‘of Houies, Buiidias> 
Lands, cither from Original Plans, Maps, Picidbsoks, oF Det 
or from defcsiption ; agd in fuch a thanner ) aed ar fuck price) a 
he'tfult « will meet the apprubstian. wi tyiy Who are pleats ® 
employ him. ' Maseh.ag..; $¥- 
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